



















































































SPIRAL STAIRS BY DUVINAGE SINCE 1900 


Whether it be for a unique design situation—as in the Record House living room pictured on 
Page 4—or simply for space-saving access from floor to floor in any building type, Duvinage 
spiral stairs offer these outstanding advantages: 

• Attractive appearance • Custom built to specifications 

• Rigid, durable construction • Low cost and prompt delivery 

• Flexibility of design with a variety of • Economy of space 
treads, platforms and railings 


TYPICAL DRAWING 


Standard Cantilever 
Design 

Left Hand Stair Elevation (Cast Iron) 

(Ascend clockwise) 

Baluster each V4 turn, Single line well rail 


Standard Open Riser 
Design 

Right Hand Stair Elevation (Cast Iron) 
(Ascend counter-clockwise) 

Baluster each tread, Double line well rail 




Standard for each design 

1" I.D. Spiral and Well Rail 

12 or 16 treads to a circle 

Center Pole 3" I.D. thru 4'0" Diameter 

with 10" Cast Iron Base Plate 

Center Pole 4" I.D. beyond 4'0" Diameter 

with 12" Cast Iron Base Plate 

Cast Iron Cap for center pole 



























































































































































































variety of treads 


6h 

Duv 



Iron 

surface 


Steel 

steel abrasive surface 


Cantilever design—Cast Iron 
Raised diamond non-slip surface 
Available in abrasive surface 



design—All Steel 
plate surface 
in abrasive surface 



Grating Tread Design 


available sizes 

Duvinage Spiral Stairs are available in standard sizes, 
ranging from 3'0" diameter to and including 8'0" diameter 
in increments of 6 " in either cast iron or all steel, left hand 
or right hand. Stairs of non-standard diameter available in 
all steel only. 

Note: Cast Iron Cantilever 5’0 maximum diameter. 

special stairs 

All aluminum, stairs with skirting, treads covered with wood 
and special design treads available to meet requirements. 

balusters 

Available in round and square in any size required. 1 " 
I.D. pipe is standard. 

miscellaneous 

All Duvinage spiral stairs are shipped knocked down, marked 
for easy field assembly and prepaid to job site. 

Information required for prices include Diameter of stair, 
height and simple sketch indicating desirable starting and 
landing positions and location of adjacent walls. 

Proposals are submitted for each installation. 

treads to a circle 

By calculating the number of risers required, 12 or 16 
treads to the circle, the relative positions of starting and 
landing can be determined, and a right or left hand stair 
decided upon for most convenient access. 

well opening 

It is desirable that well opening be 2" larger than the 
diameter of the stair to provide sufficient clearance for in¬ 
stallation. Standard platforms are manufactured 1 " larger 
than the tread radius. Well opening may be square or 
circular. 

platforms 

In addition to standard platforms, Duvinage provides the 
proper shaped platform suitable for irregular well openings. 
Standard platforms are 90 degree square and 90 degree 
Va circle. 

engineering service 

Available for planning any spiral stair installation. 





















Record House 

The Big Room Concept. Evans Woollen, III, Architect. Mr. and 
Mrs. Thomas V. Parke, Owners. Location: Indianapolis, Ind. 


bank 

Florida North Side Bank, Jacksonville, Fla. 

Saxelbye & Powell, Architects 

church 

Kirk-in-the-Hills, Bloomfield Hills, Mich. 

Geo. D. Mason & Co., Architects 

dairy 

Caparra Dairy, Inc., Santurce, Puerto Rico 

dam 

Sariyar Project, Ankara, Turkey 

glass plant 

United Nations Korea Reconstruction Agency, Seoul, Korea 
Frazier-Simplex, Inc. Engineers 

industrial 

Medusa Portland Cement Co., Wampum, Pa. 

The Osborn Engineering Co. 

motion picture industry 

Mark VII Ltd., Hollywood, Calif. 

reservoir 

Mansfield Reservoir, Hollandsburg, Ind. 

Corps of Engineers 

residential 

Mr. & Mrs. Noel Buckner, West Bloomfield Township, Mich. 
Robert Snyder, Architect 

sewage plant 

City of Yakima, Washington 
Stevens & Thompson, Engineers 





Typical industrial installation 


Tower installation 


Typical exterior residential installation 
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